DOCKETED ITEMS      25

9107230410 Responds to NRC request for addl info to suppl 910612 response to NRC
Bulletin 88-10.Four circuit breakers returned to original vendor.No possibility that
breakers could be installed at facility in any application.

BARTON.JJ. General Public Utilities Corp. - GPU Service Corp. 91/07/16. Document
Control Branch (Document Control Desk). 1p. 58539:319-58539:319.

9107290022 Ack receipt of 910515 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-219/91 -12.Possible trend that may suggest developing problem
or weak area in facility program noted.

KNAPP.M.R. Region 1 (Post 820201). 91/07/16. BARTON.JJ. General Public Utilities
Corp. - GPU Service Corp. 2pp. 58541:018-58541:021.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

9107290257 Responds to NRC Itr re violations noted in insp rept 50-219/91-1 S.Correc-
tiye actions:suspended further entries into filter sludge tank room & access to radiolo-
gically controlled area for two operators suspended.

BARTON.JJ. General Public Utilities Corp. - GPU Service Corp. 91/07/22. Document
Control Branch (Document Control Desk). 4pp. 58576:164-58576:167.

R. Periodic operating reports & related correspondence

9107220245 Monthly operating rept for June 1991 for Oyster Creek Nuclear Generating
Station.W/910712ltr.

SEDARJ.H, BARTONJJ. General Public Utilities Corp. - GPU Service Corp. 91/06/
30. 7pp. 58515:217-58515:223.

S. Reportabie occurrences, LERs & related correspondence

9107020309 LER 90-012-01 :on 900801 .error discovered in calculation used to deter-
mine feedwater flow for purpose of calculating reactor power.Caused by inadequate
procedure.Feedwater flow calibr calculation reviewed.W/910625 Itr.
ROGERS J., BARTON JJ. General Public Utilities Corp. - GPU Service Corp. 91/06/
25. 4pp. 58297:308-58297:311.

9107160275 LER 91-002-00:on 910221 .local leak rate testing identified MSIV w/leak
rate in excess of limits due valve degradation. Mfg.Atwood & Morrill modified original
design to provide assurance that MSIVs would meet requirements.W/910703 Itr.
SHEEHAN.D.J., BARTONJJ. General Public Utilities Corp. - GPU Service Corp. 91 /
07/03. 5pp. 58500:083-58500:087.

9107290068 PNO-l-91-053:on 910722,licensee commenced plant shutdown from 70%
power.Caused by underground leak from condensate storage water tank.Cause & pre-
cise location of leak unknown. State of NJ notified.

HARRIS.P.W., COLLINS.E. Region  1   (Post 820201).  91/07/22.  2pp.   58541:136-
58541:137.

9107310240 Special repton 910702,non-functional fire barrier door not repaired within
seven   days   as   required   by   Tech   Specs.   Caused   by   faulty   door   closing
mechanisms.Util evaluating alternate door closing mechanisms.
BARTON.JJ. General Public Utilities Corp. - GPU Service Corp. 91/07/23. Document
Control Branch (Document Control Desk). 2pp. 58622:330-58622:331.

DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9107020460 Rev 13 to Emergency Action Procedure S-EAP-2, "Classification of Emer-
gency Conditions." VW910628 Itr.
WILCZEK.S.W. Niagara Mohawk Power Corp. 91/06/28. 73pp. 58280:110-58280:182.

9107020464 Forwards Rev 9 to "Nine Mile Point Nuclear Station Unit 1 FSAR (Updat-
ed)," Vol I & Rev 2 to "Nine Mile Point Nuclear Station Unit 1 Fire Hazards Analysis."
Annual safety evaluation summary rept also encl.

WILCZEK.S.W. Niagara Mohawk Power Corp. 91/06/28. Document Control Branch
(Document Control Desk). 125pp. 58294:001-58295:184.

-9107020471 Rev 2 to "Nine Mile Point Nuclear Station Unit 1 Fire Hazards Analysis."

*  Niagara Mohawk Power Corp. 90/07/31. 170pp. 58295:008-58295:184.

9107100255 Notifies of completion of commitment to address & update issues re proce-
dures generation package.w/one exception. Appropriate revs to emergency operating
procedures also completed.

TERRY.C.D. Niagara Mohawk Power Corp, 91/06/28. Document Control Branch
(Document Control Desk). 2pp. 58407:358-58407:359.

9107260070 Forwards facility physical security plan,issue 3,rev 0 & safeguards contin-
gency plan.issue 3,rev O.W/o encl.

BERATTA,JP. Niagara Mohawk Power Corp. 91/07/17. Document Control Branch
(Document Control Desk). 1 p. 58621:106-58621:106.

K. Utility Final Safety Analysis Report (FSAR) & amends

9107020464 Forwards Rev 9 to "Nine Mile Point Nuclear Station Unit 1 FSAR (Updat-
ed)," Vol I & Rev 2 to "Nine Mile Point Nuclear Station Unit 1 Fire Hazards Analysis."
Annual safety evaluation summary rept also encl.

WILCZEK.S.W. Niagara Mohawk Power Corp. 91/06/28. Document Control Branch
(Document Control Desk). 125pp. 58294:001 -58295:184.

-9107020468 Rev 9 to "Nine Mile Point Nuclear Station Unit 1 FSAR (Updated)," Vol I.

*  Niagara Mohawk Power Corp. 91 /06/30. 300pp. 58294:125-58295:007.

-9107020471 Rev 2 to "Nine Mile Point Nuclear Station Unit 1 Fire Hazards Analysis."

*  Niagara Mohawk Power Corp. 90/07/31.170pp. 58295:008-58295:184.

P. Operating license stage documents & correspondence

9107010017 Discusses util response to Generic Ltr 88-11, "NRC Position on Radiation
Embrittlement of Reactor Vessel Matls & Impact on Plant Operations." NRC action
completed w/respect to licensee response to subj generic Itr.TAC 71518 closed.
BRINKMAN.D.S.  Project Directorate 1-1.  91/06/24. SYLVIA.B.R. Niagara Mohawk
Power Corp. 4pp. 58259:332-58259:335.

9107010056 Forwards request for addl info re util 910307 response to generic Itr 89-
10,suppl 3, "Consideration of Results of NRC- Sponsored Tests of Motor-Operated

BRINKMAN.D.S.   Project Directorate 1-1. 91/06/24. SYLVIA.B.R.  Niagara Mohawk
Power Corp. 6pp. 58256:332-58256:337.

9107010086 Notification of 910715 meeting w/util in Rockville.MD to discuss licensee
910514 submittal re torus wall thinning.

BRINKMAN.D.S. Project Directorate 1-1. 91/06/24. CAPRA.RA Project Directorate I-
1. 4pp. 58261:305-58261:308.

9107010149 Forwards safety evaluation accepting utii responses to items noted in Ge-
neric Ltr 88-01 re IGSCC in 8WR austenitic stainless steel piping w/exception of util
position on sensitization testing.ln-situ metallography should be made.
BRINKMAN.D.S.  Project Directorate 1-1. 91/06/24. SYLVIA.B.R.  Niagara Mohawk
Power Corp. 3pp. 58256:229-58256:237.

-9107010151 Safety evaluation accepting util response to generic Itr 88-01 re IGSCC in
BWR austenitic stainless steel piping.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411). 91/06/24. 6pp.
58256:232-58256:237.

9107020447 Summary of 910613 meeting w/util in Rockville.MD to discuss App J leak
rate testing methods at facility.

BRINKMAN.D.S. Project Directorate 1-1. 91/06/26.  Project Directorate  1-1. 21pp.
58267:156-58267:176.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection
sys.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27, Consolidat-
ed Edison Co. of New York. Inc. 50pp. 58436:001-58436:051.

9107100255 Notifies of completion of commitment to address & update issues re proce-
dures generation package.w/one exception. Appropriate revs to emergency operating
procedures also completed.

TERRY,C.D. Niagara Mohawk Power Corp. 91/06/28. Document Control Branch
(Document Control Desk). 2pp. 58407:358-58407:359.

9107120180 Forwards NRC Form 474, "Simulation Facility Certification," to describe
change in simulation facility performance testing plan,per 10CFR55.45(b)(5).
WILCZEK.S.W. Niagara Mohawk Power Corp. 91/06/28. Document Control Branch
(Document Control Desk). 3pp, 58423:051-58423:053.

9107080116 Forwards SE re station blackout evaluation of facility.unit 1.Design accepta-
ble.

BRINKMAN.D.S. Project Directorate  1-1.  91/07/01. SYLVIA.B.R. Niagara Mohawk
Power Corp. 3pp. 58397:181-58397:225.

-9107080136 SER re station blackout evaluation for facility.

*   Office  of Nuclear Reactor Regulation, Director (Post 870411). 91/07/01. 9pp.
58397:184-58397:193.

-9106260339 Final "Technical Evaluation Rept Nine Mile Point Nuclear Power Station
Unit 1 Station Blackout Evaluation."

*  Science Applications International Corp. (formerly Science Applications, Inc.), NRC-
03-87-029. SAIC-91/6661. 91/05/15. NRC - No Detailed Affiliation Given.

58397:194-58397:225.

30pp.

9107100102 Responds to request re declaration of Unusual Event for Shutdown result-
ing from Tech Spec Limiting Condition for Operation.per 910503 telcon.
WILCZEK.S.W, Niagara Mohawk Power Corp. 91/07/01. LAZARUS.W.J. Region 1
(Post 820201). 2pp. 58394:282-58394:283.

9107170056 Informs that more that 60 days required to complete review of Itr clarifying
questions re rev 6 to QA topical rept submitted on 910508.

BETTENHAUSEN.L   Region   1   (Post   820201),   91/07/08.   SYLVIA.B.R,   Niagara
MohawK Power Corp, 2pp. 58427:209-58427:210.

9107240316 Summary of 910715 meeting w/util & Teledyne Engineering Svcs in
Rockville.MD to discuss util 910514 submittal re torus waif thinning at facility.List of
attendees,questions for meeting & viewgraphs encl.

BRINKMAN.D.S. Project Directorate 1-1, 91/07/22.  Project Directorate 1-1. 22pp.
58584:311-58584:332.

9107300212 Forwards responses to questions on Rev 6 to QA topical rept, per 910614
& 0703 telcons.

PERRY,J.A. Niagara Mohawk Power Corp. 91/07/25. Document Control Branch (Doc-
ument Control Desk). 8pp. 58606:073-58606:080.

Q. Insptctlon reports, IE Bulletins & correspondence

9106030272 NRC info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.t 50-219/90-99 for 900316-910415
